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Message Text 

UNCLASSIFIED 

PAGE 01 NICOSIOII6I 05I656Z 
ACTION L-03 

INFO OCT-OI EUR-I2 ISO-00 ACDA-12 AGRE-00 AID-05 
CEA-OI CEQ-OI CG-00 CIAE-00 COME-00 DLOS-09 
DODE-00 DOTE-00 EB-08 EPA-04 SOE-02 DOE- 1 5 FMC-02 
TRSE-00 H-02 INR-IO INT-05 10-14 JUSE-00 NSAE-00 
NSC-05 NSE-02 OES-07 OMB-OI PA-02 PM-05 SP-02 
SS-I5 ICA-20 /I65 W 

027841 060436Z/21 

R05I633ZMAY78 
FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC 7722 

UNCLAS NICOSIA II6I 

E.O. 1 1652: N/A 
TAGS: PLOS, CY 

SUBJECT: EXTENSION OF MARITIME JURISDICTION 
REE: STATE 1 1000 1, 

1. GOVERNMENT OF CYPRUS (GOC) MARITIME LEGISLATION HAS 
NOT BEEN CHANGED SINCE LAW 45 OF AUGUST 6, 1964 WHICH 
ESTABLISHED 12 MILE LIMIT. THERE HAVE BEEN NO RPT NO 
FURTHER EXTENSIONS. 

2. GOC SUPPORTS 200 MILE EEZ IN UNCLOS AND INSISTS THAT 
MEDIAN LINE BE OBSERVED IN OVERLAPPING JURISDICTIONS. 

3. COPY LAW 45 OP 1964 BEING POUCHED TO L/OES MAY 5. 

STONE 


UNCLASSIFIED 


NNN 
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Disposition Remarks: 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
From: NICOSIA 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780589/aaaacxti.tel 

Line Count: 43 
Litigation Code IDs: 
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